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D1A3 ; = Black. N4 = Marlboro Lights. 85 Cigarettes 

The: data for a monadic test of Marlboro Lights 85 cigarettes’ 
are 1 given. The purpose of this test is to: obtain information! an 
the: l'ong term smoking; acceptability of Marlboro Lights; 85 cigarettes. 

These cigarettes will be unidentified to’ the 1 panelists. 


Marlboro Liahts 85 


IBMi Code 


D1AB 


Smoke 

Butt Lengthy rrm 34: 

FTC Tar, mg/ciqt. 10.7' 

N iicot i ; ne,. mg/c ig t. 0:. 76 1 

Pufif s/cigt. 7.4 

Filtration Sff.,. % 53 

Cigar et te 

TotafRlD, in. of H 2 O 5.1 

Static Bum. Time,, min. 7.2 

Length,, mm 84.6 

Circumference, imii 24.9 

Paper 

Add 1 1 ive,. type Ciit. 

Porosity,, sec. 17. 


EC: 

cc: 


Filter 

RID,, in. of HhO: 

Length, rrm 
Weight, g 

Tipping: paper le.ng.th,. rrm 
Dilution,. % 

Fil ler 

Total alkaloids,. % 

Total reducing sugars,. % 
Wt. of. tob. , g 
Rod Density, g/cc 


3.9: 

2 : 5,1 

0.20 

31 

15: 


1 .60i 

5.0 

0.711 

0.242 
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